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Message Text 

CONFIDENTIAL 

PAGE 0 1 BUENOS 03792 23 1 9 1 9Z 

ACTION SY-05 

INEO OCT-OI ISO-00 /006 W 

240I26Z OIOI55 /63 

R23I8I9ZMAY 77 
EM AMEMBASSY BUENOS AIRES 
TO SECSTATE WASHDC 0612 
INEO AMEMBASSY PANAMA 
AMCONGEN RIO DE JANEIRO 

CONEIDENTIAL BUENOS AIRES 3792 

PANAMA EOR OIC/TRC; RIO EOR TSO 

E.O. 1 1652: XGDS 
TAGS: ASEC 
SUBJECT: AUTOSEAN 

REF: STATE 1 15968 

1 . SENSE LINES ON LIVE VOLT POWER SUPPLY IN DSI-500 WERE 
NOT JUMPERED. WHEN UNIT POWERED ON, NO FIVE VOLTS WAS 
PRESENT. POWER SUPPLY WAS UNCABLED AND SENSE LINES JUMPERS 
WERE MISSING. 

2. EOT EAULT IS ON MOTION CONTROL BOARD OE DIGITAL READER. 

3. CANNOT GIVE CHIP DESIGNATION AS PER DSI-500 MANUAL. 

MANUAL IS IN RIO AND TSO IS IN BUENOS AIRES. 

4. SINCE FJF.T.D REPAIR AT BOARD LEVEL IS REQUESTED, TSO NOLEN 

IS RETURNING DIRECTLY TO PANAMA AFTER COMPLETION OF WORK IN 
BUENOS AIRES. TSO RIO CAN RETURN READER FOR REPAIR. SHOULD 
OTHER PROBLEMS BE PRESENT, ANOTHER TRIP PROM EITHER WASHINGTON 
OR PANAMA MAY BE NEEDED. 

CHAPLIN 

CONEIDENTIAL 
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